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9109100252 Advises that three of five procedures have been revised.in response to Vio-
lation B (91-02-01) of tnsp Rept 70-0027/91-02.Remaining two will be revised & train-
ing conducted by 910930.

CARSON.R.W. Babcock & Wilcox Co. 91/08/01. COLLINS.D.M. Region 2 (Post
820201). 1p. 59083:001-59083:007.

-9109100256 Forwards GE plan to restart Solvent Extraction facility due 910809,in re-
sponse to GE presentation of 910625 & 0704 Itr.

OGDEN.W. General Electric Co. 91/08/09. EBNETER Region 2 (Post 820201). 6pp.
59083:002-59083:007.

9109100001 Forwards insp rept 70-0027/91-10 on 910520-24 & notice of violation,
STOHR.J.P. Region 2 (Post 820201). 91/08/15. CONNERJA Babcock & Wilcox Co.
3pp. 59021:007-59021:034.

-9109100005  Notice  of violation  from  insp  on  910520-24  &  910620.  Violations
notedrindividuals exiting recovery/compact reactor fuel.radiologically controlled area
change room failed to monitor hands & or feet properly.
STOHR.J.P. Region 2 (Post 820201). 91/08/15. 2pp. 59021:010-59021:012.

-9109100013 Insp rept 70-0027/91-10 on 910520-24 & 910620.Violations noted.Major
areas inspectedrreview of licensee radiation protection program activities including
staffing & organization.training & radiological controls.

KUZO.G.B.,  POTTER.J.P.  Region  2 (Post 820201).  91/08/15. 22pp.  59021:013-
59021:034.

9109240358 Forwards proposed agenda for 910827 meeting & visit of facility as dis-
cussed between T Lee & G Troup on 910816.

STOHR.J.P. Region 2 (Post 820201). 91/08/16. CONNER.J.A. Babcock & Wilcox Co.
3pp. 59184:332-59184:334.

9109160111 Ack receipt of 910806 Itr informing NRC of steps taken to correct violations
noted in insp rept 70-0027/91-12. Response satisfies requirements of 10CFR2.201.
CLINE.W.E. Region 2 (Post 820201). 91/08/21. CONNER.J.A. Babcock & Wilcox Co.
2pp. 59098:047-59098:048.

9109100396 Forwards changes to chapter 4 of FNMC reflecting changes in procedure
title & number,per 10CFR70.32(c).Encl withheld (ref 10CFR95).
CARSON.R.W. Babcock & Wilcox Co. 91/08/22. SHERR.T.S. Division of Safeguards
& Transportation (Post 870413). 3pp. 59056:323-59056:325.

9109040103 Forwards addl info requested by NRC re 910806 application for use of new
vault.

CARSON.R.W. Babcock & Wilcox Co. 91/08/28. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 6pp. 58951:348-58951:360.

9109040109 Forwards environ data for facility Naval Nuclear Fuel Division for 1990.Data
provided in response to request from staff & includes soil.sediment.vegetation,surface
water & ground water media.

CARSON.R.W. Babcock & Wilcox Co. 91/08/28. HAUGHNEY.CJ. Fuel Cycle Safety
Branch. 6pp. 58951:343-58951:347.

9109090113 Forwards Amend 39 to License SNM-42,authorizing use of new Vault 2A/
3A for storage of licensed matl.per 910806 application & suppt dtd 910828.
HICKEY.J.W. Fuel Cycle Safety Branch. 91/09/04. OLSEN.A.F. Babcock & Wilcox Co.
1p. 59054:001-59054:008.

-9109090114 Amend 39 to License SNM-42.authorizing use of new Vault 2A/3A for
storage of licensed mat).

HICKEY.J.W. Division of Industrial & Medical Nuclear Safety (Post 870729). 91/09/03.
3pp. 59054:002-59054:003.

-9109090119 Safety evaluation supporting Amend 39 to License for use of new Vault
2A/3A for storage of licensed mat).
WILSON.R.E. Fuel Cycle Safety Branch. 91/09/04. 3pp. 59054:004-59054:007.

-9109090123 Advises that neither EA nor EIS warranted for use of new Vault 2A/3A for
storage of licensed matl.

HICKEY.J.W. Fuel Cycle Safety Branch. 91/09/04. Fuel Cycle Safety Branch. 1p.
59054:008-59054:008.

9109120147 Forwards insp rept 70-0027/91-204 on 910819-23.Noncited violation
noted.lnsp details & noncited violation withheld ref 2.790(d).

SHERR.T.S. Domestic SG & Regional Oversight Branch (Post 881218). 91/09/06.
CONNER, J.A Babcock & Wilcox Co. 1 p. 59079:350-59079:351.

-9109120165 Insp rept 70-0027/91-204 on 910819-23.Violation identified, but not
cfted.Major areas inspected:MC&A safeguards insp of MC&A mgt structure & person-
nel training & qualification. Insp details withheld ref 2.790(d).

MILSTEIriR.. PHAM.T., JACKSON.R.L Domestic SG & Regional Oversight Branch
(Post 881218). 91/09/06. 1p. 59079:351-59079:351.

9109160046 Forwards insp rept 70-0027/91-15 on 910812-16.No violations or devi-
ations noted.

CLINE.W.E. Region 2 (Post 820201). 91/09/06. CONNER.J.A, Babcock & Wilcox Co.
2pp. 590981156-59098:158.

-9109160053 Insp rept 70-0027/91-15 on 910812-16.NO violations or deviations
noted.Major areas inspected:security organization.locks.keys & combinations & com-
pensatory measures.Details withheld (ref 10CFR73.21).

THOMPSON.D.H.. MCGUIRE.D.R. Region 2 (Post 820201). 91/09/05.1p. 59098:158-
59098:158.

9100200139 Changes commitment date for Naval Nuclear Fuel Div submittal of emer-
gency plan,revised in accordance w/ 10CFR70.22,from 911130 to 920213.
CARSON.R.W. Babcock & Wilcox Co. 91/09/12. HICKEY.J.W. Fuel Cycle Safety
Branch. 1 p. 59156:205-59156:205.

9109170109 Responds to NRC Itr re violations noted in insp rept 70-0027/91-10.Correc-
th/e actions:annual specialized training sessions now include practical exercises where
employees demonstrate that they can perform proper survey.
OONNER.J.A. Babcock & Wilcox Co. 91/09/13. Document Control Branch (Document
Control Desk). 6pp. 59120:129-59120:134.

9109300231 Revised application for amend to License SNM-42,providing addl info &
clarifications re staffing fpr emergencies.

CARSdN,R.W. Babcock & Wilcox Co. 91/09/24.'HICKEY.J.W. Fuel Cycle Safety
Branch. 8pp. 59262:064-59262:071.

DOCKET 70-0036 COMBUSTION ENGINEERING, INC., HEMATITE, MO

9109240435 Forwards final "Radiological Evaluation of Spent Limestone Piles Combus-
tion Engineering Hematite.MO."

COTTEN.P.R. Oak Ridge Associated Universities. 91/08/19. FRANCE.G. Region 3
(Post 820201). 1p. 59200:266-59200:301.

-9109240436 "Radiological Evaluation of Spent Limestone Piles Combustion Engineer-

*n9OakmRidge Associated Universities. 91/08/19. Region 3 (Post 820201). 35pp.
59200:267-59200:301.

9109090204 Forwards request for addl info on 891122 re renewal of License SNM-33.
BIDINGER.G.H. Transportation Branch. 91/09/05. RODE.J.A. Combustion Engineer-
ing, Inc. 4pp. 59055:064-59055:067.

9109090263 Trip rept of 910819 visit to Hematite.MO re site familiarization tour to aid in
environ review for C-E license renewal.

KEEGAN.E.M. Fuel Cycle Safety Branch. 91/09/05. HICKEY.J.W. Fuel Cycle Safety
Branch. 5pp. 59049:239-59049:243.

9109120070 Responds to 910627 Itr re emergency plan & decommissioning funding
plan for Hematite Fuel Mfg Facility.Emergency plan presently being
prepared.Requests schedular exemption to allow submittal of decommissioning plan
by 950101.

RODE.J.A. Combustion Engineering, Inc. RODE.J.A. ASEA Brown Boveri, Inc. 91/09/
05. HAUGHNEY.C.J. Fuel Cycle Safety Branch. 3pp. 59104:073-59104:075.

9109130206 Forwards SNM inventory rept started on 910710,per 10CFR74.31(c)(5).ID
is within detection threshold specified by FNMCP.Rept withheld.
ESKRIDGE.H.E. ASEA Brown Boveri, Inc. 91/09/09. SHERR.T.S. Domestic SG & Re-
gional Oversight Branch (Post 881218). 2pp. 59112:320-59112:321.

DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA

9109040482 Forwards "Apollo Decommissioning Plan."

HAERTJENS.B.L Babcock & Wilcox Co. 91/08/30. HAUGHNEY.C. Fuel Cycle Safety
Branch. 3pp. 59071:259-59072:135.

-9109040486 "Apollo Decommissioning Plan." W/five oversize drawings.

*  Babcock & Wilcox Co. 91/08/31. 150pp. 59071:262-59072:135.

9109030244 Forwards "B&W Pennsylvania Nuclear Svc Operations Summary of Liquid/
Gaseous Effluent Discharges.Jan-June 1991." Discharges from each licensed facility
well below MPC.

HAERTJENS.B.L, CONWAY.K.C. Babcock & Wilcox Co. 91/08/12.  MARTIN.T.T.
Region 1 (Post 820201). 1p. 58994:102-58994:104.

-9109030246 "B&W Pennsylvania Svc Operations Summary of Liquid/Gaseous Effluent
Discharges.Jan-June 1991."

*  Babcock & Wilcox Co. 91/06/30. 2pp. 58994:103-58994:104.

9109240079 Forwards results of NRC TLD direct monitoring around B&W Pennsylvania
operations facility.

BORES.RJ. Region 1 (Post 820201). 91/08/26. COLEMAN.W.L Babcock & Wilcox
Co. 4pp. 59173:154-59173:157.

9109170169 Ack receipt of 910808 Itr informing NRC of steps taken to correct violations
noted in insps 70-0135/91-02 & 70-0364/91-03.

JOYNER.J.H. Region 1 (Post 820201). 91/09/03. COLEMAN.W.L Babcock & Wilcox
Co. 2pp. 59109:257-59109:264.

9109200179 Ack receipt of 910819 Itr re reclamation work underway at B&W facility in
Appolo.PA.Agrees that residents of Appolo.PA should be kept informed of develop-
ments as reclamation work proceeds.Author will visit site on 911003.
SELIN.I. Commissioners (Post 750119). 91/09/12. MURTHA.J.P. House of Rep. 1p,
59171:098-59171:099.

-9109200184 Requests to be kept apprised.on weekly basis.re reclamation of U plant
MURTHA.J.P. House of Rep. 91/08/19. SELIN.I. Commissioners (Post 750119). 1p.
59171:099-59171:099.

DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN

9109100285 Forwards "Monthly Discharge Monitoring Rept for June 1991" & "Toxico-
logical Evaluation of Treated Effluent Biomonitoring Support for NPDES
Permit-.NFS.lnc May Monitoring Period."

PAINE.D. Nuclear Fuel Services. Inc. 91/07/15. TARPLEY.M.B. Tennessee. State of.
2pp. 59023:339-59023:360.

-9109100296 "Monthly Discharge Monitoring Rept for June 1991."

* Nuclear Fuel Services. Inc. 91/06/30. 5pp. 59023:341-59023:345.

-9109100300 "Toxicological Evaluation of Treated Effluent Biomonitoring Support for
NPDES PermitNFS.Inc May Monitoring Period."

*  EnviroSystems, Inc. 91/05/31.15pp. 59023:346-59023:360.

9109200043 Submits results of review of rept. "Hazardous Determination for Solid
Waste From NFS Pond 3 Surface Impoundment Using Toxicity Characterization Leach
Procedure." State agrees that Pond 3 sediment not hazardous for cadmium.
HALE.D.S. Tennessee. State of. 91/08/09. PAINE.D. Nuclear Fuel Services, Inc. 4pp.
59170:353-59170:356.

9109160071 Forwards insp rept 70-0143/91-18 on 910601-0701 .No violations noted.
CLINE.W.E. Region 2 (Post 820201). 91/08/16. JOHNSON.C.R. Nuclear Fuel Serv-
ices, Inc. 2pp. 59098:159-59098:167.

-9109160078 Insp rept 70-0143/91 -18 on 910601 -0701 .No violation noted. Major i
inspected:facility       operations.physical       protection.performance       improvement
program.matl control & & accounting & radwaste mgt & nuclear criticality safety.
BURRIS.S.P.. MCALPINE.EJ. Region 2 (Post 820201). 91/08/16. 7pp. 59090-161-

59098:167.rizona Nuclear Power Project).
